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Message Text 


UNCLASSIFIED 

PAGE 01 MEDELL 00090 2905 18Z 

64 

ACTION ARA-10 

INFO OCT-OI ISO-00 EB-07 /018W 

056113 

R281855Z APR76 
FM AMCONSUL MEDELLIN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1294 
AMEMBASSY BOGOTA 

UNCLAS MEDELLIN 0090 

E.O. 11652: N/A 
TAGS: BGEN 

SUBJ: EARLY WARNING: FUTURE CONSTRUCTION: PREQUALIFICATION OF 
BIDDERS FOR INSTALLATION OF TUBING AND COMPLEMENTARY WORKS. 
(PRECALIFICACION DCM-15-A-75) 


1. EMPRESAS PUBLICAS DE MEDELLIN IS THE PUBLIC UTILITY BRANCH 
OF THE MUNICIPAL GOVERNMENT OF MEDELLIN. IT SUPPLIES WATER, 

POWER, TELEPHONE AND SEWERAGE SERVICES TO THE CITY OF MEDELLIN 
AND TO OTHER CITIES IN THE DEPARTMENT OF ANTIOQUIA. IT IS 
INTERESTED IN RECEIVING APPLICATIONS FROM ENGINEERING FIRMS 
FOR PREQUALIFICATION OF BIDDERS EOR THE INSTALLATION OF TUBING 

AND COMPLEMENTARY WORKS EOR THE FOLLOWING LARGE CONDUITS:BRANCH 
TO THE POBLADO TANK& BRANCH TO EL VOLADOR TANK& BRANCH 
CASTILLA-PEDREGAL . THESE WORKS ARE PART OP THE RIO PIEDRAS 
DEVIATION (DESVIACION DEL RIO PIEDRAS) PROJECT FOR THE EXPANSION 
OF THE CITY S WATER SUPPLY AND SEWERAGE SYSTEMS.WORK INCLUDES: 
EXCAVATIONS, 5,200 CU. METERS& CONCRETE, 160 CU. MTS&REINFORCED 
STEEL, 4,200 KGMS. 

2. CALL EOR BIDS WILL BE MADE DURING JULY 1976. TERM FOR ISSUING 

OF TENDERS, STUDY OF BIDS, AWARDING AND LEGALIZATION OF CONTRACT 
IS ESTIMATED AT 150 DAYS,. PROJECT MUST BE COMPLETED IN 180 
DAYS, MAXIMUM. 

3. THIS PROJECT IS PARTIALLY FINANCED BY THE INTERAMERICAN 
DEVELOPMENT BANK (IDB). 
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4. TO QUALIFY FOR BIDDING, PROSPECTIVE BIDDERS MUST HAVE RECENT 
EXPERIENCE IN SIMILAR WORKS, AND HAVE EINANCIAL, TECHNICAL AND 
ADMINISTRATIVE EXPERIENCE TO EXECUTE THE PROIECT WITHIN THE 
STIPULATED LENGTH OE TIME. 

5. THE DOCUMENTS EOR THIS PREQUALIFICATION MAY BE OBTAINED 
EROM: EMPRESAS PUBLICAS DE MEDELLIN, DIVISION CONSTRUCCIONES 
MEDELLIN, EDIFICIO MIGUEL DE AGUINAGA, OEICINA 506, MEDELLIN, 
COLOMBIA. COMPLETED PREQUALIFICATION FORMS MUST BE ADDRESSED 
TO: GERENCIA TECNICA DE EMPRESAS PUBLICAS DE MEDELLIN AND MUST 
BE DELIVERED NO LATER THAN MAY 24, 1976 AT 4: 10 PM. 
PREQUALIEICATION NUMBER IS DCM-15-A-75. 

6. THE CONSULATE IS EORWARDING BY AIR POUCH 5 COPIES OE PRE- 
QUALIFICATION FORM DIRECTLY TO USDOC WASHDC. 

YOULE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MEDELL00090 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 64-01 58 
From: MEDELLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 976041 1/aaaaajed. tel 

Line Count: 77 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 SEP 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 SEP 2004 by cookms>; APPROVED <06 DEC 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EARLY WARNING: FUTURE CONSTRUCTION: PREOUALIFICATION OF BIDDERS FOR INSTALLATION OF TUBING AND 
COMPLEMENTARY WORKS. 

TAGS: BGEN 
To: COM 
Type: TE 
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